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Please have the correct documentation ready, 
including your Passenger Locator Form 
and proof of a negative COVID-19 test. 








You must have booked your testing package 
and now home quarantine for ten days. 


Isolation can take place in a private residence 
or a hotel. 


Go directly to the place you are staying to 
self-isolate. 


Undertake your COVID-19 test on day 2 and 
day 8 of self-isolation. 


Find out more at gov.uk/coronavirus 
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